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15 July 1959 


25X1 A9a 


25X1 A7b 


25X1A7b 


25X1A7b 


He all agree that the thrtw# U.S. installations should 
an ft slnilftr pay structur e for similar positions, if this 
Is practical, sod is tine this idea may be net. Future 
requests for changes in the Bureau Wage Scale suet, of 
course* take into consideration the existing FSL scale. 

I concur in your recoesemdertion to restrict any 
newly appointed guards and Chauffers to Cl-1. This deci- 
sion say be zw£e«$& at any tine the circumstances so 
justify. 



Sincerely, 


^5ciA^ nta - 0ff - 


Acting Chief* 


25X1A9a 

25X1A7b 
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